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centration would indicate that the condensation is
not taking place properly, and too much glycerine is
passing over.
Varying from the above description is the ap-
paratus for the distillation of crude glycerine con-
structed by Vari Ruymbecke and W. F. Jobbins
(13.E.P. 86,829). In order to avoid any decomposition
of glycerine which the use of superheated steam
brings about, and loss of .heat through the expansion
of the steam introduced into the still, and also to
prevent the slackening of distillation through the
steam condensing in the boiler, the inventor allows
the steam to expand in a coil enclosed in a hot vessel,
whence it first enters the still.
In practice the Euymbecke apparatus has proved
very good, since it presents many advantages over
the apparatus of the older systems. One such is
that it can be employed as well for the distillation of
saponification as of soap-lye glycerine.
THE EILTEATION OF GLYCEBINE.
In addition to distilled glycerines, refined glycer-
ines which have only been bleached by bone-charcoal
are also used in commerce. For this purpose they
are diluted to SO per cent with water and passed
through a filter battery.
As bleaching material bone-charcoal or spodium
may be used, which not only extracts the colouring
but also any odorous substances; as, however, as
already indicated, glycerine possesses a strong sol-
vent action on salts of lime, it becomes colourless